Parking Advisory Committee 


Date: August 22, 2019 
Time: 8:00 AM-9:00 AM 

Location: 730 Massachusetts Avenue, Town Hall Annex, Town Manager’s Conference 
Room 

Agenda 

1. Approval of minutes from 07/25/19 meeting. 

2. Update on Arlington Center Sidewalk Project and Broadway Plaza. 

3. Mobile Parking Payment Update. 

4. Vote: Purchase Parking Meter Equipment for New Installations on Broadway. 

5. Parking Benefit District financial report. 

6. Correspondence: 

a. Petition for striping parking on Mass Ave between Mill Street and 
Ramsdell Court. 



